Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 





Autumn 1968 
(01/12/1968) 
Captain King M.G 
Chief Eng Officer Robinson J 
Chief Officer Hughes A.W 2nd Eng Officer Lindsay W 
2nd Officer Green M.D 3rd Eng Officer Laing R 
3rd Officer Edwards R.A.F 4th Eng Officer Mann R 
Radio Officer Hopwood W.S 5th Eng Officer Edmunds J.A 
Purser Page D.F 6th Eng Officer Coltman L.T.M 
7th Eng Officer Harris J 
Electrical Officer Dunn R.B 
Bosun Simpson W.M 
Carpenter Glynn K 
2nd Steward Ashcroft R 
Summer 1969 
(30/06/1969) 
Captain Pierce E.A.A 
Chief Eng Officer Ashcroft T.S 
Chief Officer Carlise H.E 2nd Eng Officer Cowley J.A.R 
2nd Officer Reeves M.M 3rd Eng Officer Craig C.G 
3rd Officer McMullan J 4th Eng Officer Hartharn P.J 
Radio Officer Hopwood W.S 5th Eng Officer Turner W.G 
Purser Traynor J.A 6th Eng Officer Morgan J.D 
7th Eng Officer Lewis D.S 
Engineer Cadet Penny D.N 
Electrical Officer Woodfine J 


Bosun Mort J 
Carpenter Webster A 
2nd Steward Stevens M 





Winter 1969 


(25/12/1969) 


Captain King 


M.G 


Chief Eng Officer Jones R.M 


Chief Officer Anderson K 
2nd Officer Appleton J.K 
3rd Officer Kendrick R.F.A 

Radio Officer Bateman R.D 

Purser Cousins J.H 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

6th Eng Officer 

7th Eng Officer 

Electrical Officer 
Cook Knight T.J 
2nd Steward WhartonG 





Summer 1970 


(01/07/1970) 


McCarthy J.S 
Thompson R.J 
Merrifield T.M 
Seagrave J.G 
Billington S.A 
Hanna W 
Harding V.T 


Captain Swift K.G.P 
Chief Eng Officer Milligan T.W 


Chief Officer Anderson K 


2nd Eng Officer 

2nd Officer Roberts W.E 3rd Eng Officer 
3rd Officer McLeod D.T 4th Eng Officer 
Radio Officer Cottier J.C 5th Eng Officer 
Purser Page D.F 6th Eng Officer 


7th Eng Officer 
Engineer Cadet 


Electrical Officer 
Bosun Oliver H.A 


Cook Curtis G 
2nd Steward SavvaA 


Griffith H.V 
Swift J 

Rigby E 
Kearney A.P 
Penman J 
Longworth J 
O'Donnell J.F 
Dunn R.B 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Spring 1971 


(01/04/1971) 


Captain Jones E.H 
Chief Eng Officer Milligan T.W 


Reeves M.M 2nd Eng Officer Ellis J.\W 
Dove J 3rd Eng Officer Turnbull J.D 
Bath A.L 4th Eng Officer Penman J 
Stenton S.W.A 5th Eng Officer Kyle A.M 
Thomas G.B Jnr Eng Officer Horsham R.J 

Jnr Eng Officer Jesson W 

Engineer Cadet Nicholson S.A 

Engineer Cadet Lamb S.G 

Electrical Officer Black M 
2nd Elect Officer Hacking A.L 
Bosun Dick J.C 
Carpenter Blease T.V 
Cook Smith W.J 
2nd Steward Dollard E 
Summer 1971 
(01/08/1971) 
Captain Pierce E.A.A 
Chief Eng Officer Pearson W.E 

Garner J.E 2nd Eng Officer Lindsay W.P 
Edwards R.A.F 3rd Eng Officer King H.M 
Smith R.E 4th Eng Officer Kearney A.P 
Owens R.J 5th Eng Officer Seymour G.F 
Maskell T Jnr Eng Officer Prescott R.D 


Bosun 
Carpenter 
Cook 

2nd Steward 


Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
2nd Elect Officer 
Cossar F.H 
Glynn K 
Swan R.W 
Simpson T 





Jesson W 
Hague J.R 
Sutherland K 
Davidson R.M 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Spring 1972 


(29/04/1972) 


Captain Carlise H.E 
Chief Eng Officer Robertson A 





Gavin J.S 2nd Eng Officer Kirchin F.R 
Brown D.M 3rd Eng Officer Kenyon J 
Hanlen B.A 4th Eng Officer Jesson W 
Ferry W.J 5th Eng Officer Smith F.K 
Page D.F Jnr Eng Officer Givens T 
Jnr Eng Officer Cooney D.S 
Electrical Officer Black M 
2nd Elect Officer Hadfield A 
Bosun Purbrick D.R 
Carpenter Miller A.J 
Cook McClennan C.P 
2nd Steward CallejaA 
Autumn 1972 
(01/10/1972) 
Captain Pierce E.A.A 
Chief Eng Officer Tennet G 
Bath A.L 2nd Eng Officer Penman J 
Bell R.N 3rd Eng Officer Kearney A.P 
Wrigley S.E.H 4th Eng Officer Prescott R.D 
Nield R.T Ext 4th Eng Officer Seymour G.F 
Bell S Jnr Eng Officer Sherratt M.H 
Cottier J.C Jnr Eng Officer Beveridge J.C 
Barraclough J Electrical Officer Whitlock J.S 


Carpenter 


2nd Elect Officer 
Blease T.V 





Thomas P.R 


Spring 1973 


(01/04/1973) 


Captain Swift K.P.G 
Chief Eng Officer McDonald D 


Chief Officer Preshaw A.G 2nd Eng Officer Lamont J.D 
2nd Officer Bytheway P.S 3rd Eng Officer Disley P.M 
3rd Officer Hodgson R.B 4th Eng Officer Cotton A 

Radio Officer Glover G.F 5th Eng Officer Givens T 

Purser Page D.F Jnr Eng Officer Gallagher D 


Jnr Eng Officer Kennedy D.J 
Engineer Cadet Elliot A.M 
Engineer Cadet Pickup R.W 
Electrical Officer Davidson R.M 
2nd Elect Officer Biggam M.J.E 
Carpenter Naughton A.E 


